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Vorksbops of the Technical 


,, r , re , *«ultura3 ' Service (Techriicznej Obsiugi 

Kolnict-'a ' («*) are iocotc-d-'aboot, 150, meters from the railroad station 
ho,lnxct.vd. V - 1 -' *•- J , the Ooole ~ T j sa rail line 

in Komprachcice (Gurpertso .-.r- g • „i* 3 0poi3ka _. 

as yell as in the v cinity of tue &ir ”V L - "" " J ’ S 

rgest in Silesia 5 it n,akes? 
rs 2 5 HP frowi C z echoslo vakia 
seat to iloriprachcice. for 
stcrs war « .allegedly t.o- 
slncst every rcorvcn; a. 

<? fly-rents of about 20 
4 v,a i; rac tors are tested 
IcceT-wi m other provinces., 
n u‘nc yard of the TOR 


The workshop at Komprachcice is one 01 the xt- 
general repairs on tractors, ~etor 25 tractor! 
iid Kadet 35 tractors, 35 Bit. from the ax 
repair. As of April 1952 otaliniec *5 w' trac 
arrive e Shipments arrive from. Cr.echoslovaic 
shipment consists of 20 to 30 *-»Xiic.-t - 9 5 

tractors each come from the Bpon 

and then distributed t o t rate Snchirc f .. or . e.r 
There are often as many as over 200 fra etc* 
workshop* 

The - KotKpre.chci.ce workshop consists of the following wa-i.oir.gjJ; 

, Hall Wo 1 - A brick building about 50 meters long and 15 meters wide;- 
" it is used for training tractor operators and managers 

of mechani-cnl repair shoos. In autumn lbl «bou. ? 

Iaen were enrolled in the course. Lectures for students 
are held oft the first and part of the second floor, 
•practical training is riven in the appropriate hall 
(see below), 

2~a brick building about 15 meters wide and 50 meters long. 
Chassis, are repaired on the first floor; the second and 
third floors contain the parts department, 

A building the same size as Hall Mo, 2 The ground floor 
is divided into two sections; in one., motors are onecaed, 
in the other, now parts for damaged tractors ore mode. 

The ground floor contains many machines, such as latnes s 
planing and grinding machines, etc. The oj _ 
Shops are located on the soconu floor, op ^ - -oo. ^ 
and the ,. rotor dismantling shop are also on the sound *lu. 


Hall 


c. Hall t.'o 3 
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The entire third floor is used for the repair of motors? 

Hall w.3c 4 — A brick building **Q by 200 meters large.. The whole 
building is trKcii up by the parts department* 

t- ■.,'■■ - ' ' : ?- . 

e„ Building Noo 5 - Fuels, such as gasoline, rock oil, naphtha and 

greases, are stored here* The size of the storage areas 
could not be determined. 

fV Building Ho* 6 - The forge. 


4o The workshop area is connected with the rail line by a side-track on which 
a mobile crane Is located. The crane is powerful; it was used !y the 
Germans to load and. unload tanks.* 

5, * In the autumn cf 1951 the entire workshop complex was inspected by a 
military commission, and there were rumors among the workers that the 
workshops would be taken over by the Polish Army. 


6 U The workshops are surrounded by a wire mesh fence and are guarded Ly 
an industrial guard. 
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